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UNCLASSIFIED 

PAGE 01 NEW DE 07653 161220Z 
ACTION SY-05 

INFO OCT-01 NEA-11 ISO-OO /017W 

111841 180335Z/70 

R 160533Z MAY 78 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 1614 

UNCLAS NEW DELHI 7653 

FOR A/SY/OPS/T FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: EQUIPMENT/SUPPLIES REQUEST 

REQUEST THE FOLLOWING FOR IMMEDIATE USE: 

2 EA AES-630 ALARM MONITOR 
3. EA FIVE HUNDRED (500) FOOT ROLLS OF 
TWO (2) PAIR NBR 22 AWG 7/30 CHROME WIRE 
4 EA S AND G BRUTE ELECTRIC LOCKS. 
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